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September 5, 1967 


Mr. T. Nelson, Systems Consultant 
Box 1546 

Poughkeepsie, New York 12603 
Dear Mr. Nelsons 

Thank you very much for the interest you have expressed in the pro- 
ducts and capabilities of DI/AN Controls, Inc. 

The vast technical knowledge and skills developed at DI/AN Controls 
over the years encompass basic research, product design and develop- 
ment, manufacturing methods, systems applications, program management, 
reliability and quality control. This technical knowledge is con- 
tinually being applied to new proprietary products in the broad field 
of digital magnetics and high speed printing systems. 

To be more specific Mr. Nelson, DI/AN has four major categories of 
product interest and they are as follows: 

1. Core-Transistor Logic and Shift Register Modules 
and Cards. 

2. Memory Systems, including Magnetic Core Stacks 

for both standard and special purpose applications. 

3. Aerospace Systems, Timers, Program Generators, 

Velocity Counters and the very strong capability 
to provide a variety of digital aerospace equip- 
ment . 

4. Digital Printers: High Speed-Half Page, Computer 
Interfaced and Data Logging Systems. 
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After you have had an opportunity to review the enclosed literature 
please do not hesitate to contact our representative, Brogan Associ 
ates, or the undersigned. 


Very truly yours, 
JDI/AN CONTROLS. INC. 



A. Leonard Farrell 
Field Sales Manager 


ALF/cam 

Enclosure 

cc j Brogan Associates 
80 Urban Avenue 
Westbury, New York 
Tel j 516-333-6683 

Fact Sheets: 

E-1373/1455 4-400 

E-1599 4-500 

E-1512/1675 3-700 

6085 1-700 

6016 63-48 

E-1392 62-45 

E— 1585 62-62 

E-1523 62-63 

4-102 2-100 

4-201 1-100 

4-300 1-200 


